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April 12, 1?33* 


Convertor, type M-134 -Tl. 


Officer in Charge, Signal Corps Laboratories, 
Fort ^onmouth , N. J. 


1. There is attached a copy of the report of service test of 
Convertor, type M-134 -T1 which indicates that this model is not 
satisfactory due to its inability to operate at the speed desired. 

The service testing agency has recommended that a new model of a 
Convertor, type M-134 be constructed by converting a commercial 
cipher machine as recommended in the attached proposed cryptographic 
machine . 

2. It is desirea that your Laboratories proceed with this 
development by converting the cryptographic machine which was 
delivered to your Laboratories by Lieut. Elder on March 30th, in 
accordance with the attached proposal, 

3. This office should be kept advised of the status of this 
project, and any comments or recommendations relative to the attached 
report or proposed new cryptographic machine should be submitted to 
this office with the least practicable delay. 

By order of the Chief Signal Officer: 


HUGH MITCHELL, 
Major, Signal 0 O rps. 
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